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SERVICE SPECIFICATIONS 


INTAKE 


TORQUE SPECIFICATION 


3MZ-FE 


Part Tightened 

Nm 

kgfcm 

ftibf 

Intake air control valve assy No. 2 x Intake air surge tank 

10 

102 

7 
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